From: contactgov [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=7CE8741105614AFE8A8CC762547A4B2C-CONTACTGOV] 
Sent: 12/11/2017 11:13:23 AM 

To: turner25@me.com 

Subject: RE: [External] Form submission from: Contact Governor Cooper 


Good Morning, Mr. Turner: 

Thank you for contacting Governor Cooper's Office. We appreciate you taking the time to voice your concerns regarding 
the Atlantic Coast Pipeline Project. 

Your comments have been documented for record and further consideration. We encourage you to continue checking 
the Governor's website and social media sites for new updates and statements regarding this issue. Please let us know if 
you have any other requests, questions or concerns. 

Kindest Regards, 

The Office of Governor Roy Cooper 
Office of Public Engagement 
919-814-2000 

www.governor.nc.gov 

From: NC Gov. Cooper [mailto:ncgovernor.webforms@gmail.com] 

Sent: Friday, December 8, 2017 9:06 AM 
To: contactgov <contactgov@nc.gov> 

Subject: [External] Form submission from: Contact Governor Cooper 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 

report.spam@nc.gov . 


Submitted on Friday, December 8, 2017 - 9:05 am 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Tony 
Last Name Turner 
City Asheville 
State NC 

Email tumer25@me.com 
Phone Number 8643735779 
Message 

Mr Cooper, I opposed to the proposed Atlantic Coast Pipeline projected to come through eastern North 
Carolina. As a native North Carolinian, I feel that a potential leak in this pipeline could be catastrophic for our 
waterways or underground water table. I feel that the progress of renewable energy sources and the potential 
jobs those would create would be far more sustainable and create longer lasting industry related jobs, versus a 
pipeline that would create short term jobs for its construction, and leave us with a potential environmental 
hazard. 

I want you to know, I voted specifically for you in the last election, as I was very tired of the old rhetoric and 








policy making of the previous Governor. I voted for progress and change in the right direction. I urge you to 
please reconsider this project and invest in renewable energy that would benefit us and the future generation of 
North Carolinian's. 

Sincerely, 

Tony Turner 
turner25@me.com 

864-373-5779 

The results of this submission may be viewed at: 

https://governor.nc.gov/node/ll/submission/26065 




